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Ideas from 


Detroit Edison 


Heat pump space 
conditioning can 
help lower the cost 
of doing business. 


Whether you're an architect/ 
designer or a contractor, 
you can help your clients 
lower their cost of doing 
business by specifying a 
heat pump space-heating 
system. You can connect a 
heat pump to most electric, 
gas, oil or L.P. forced-air 
heating systems with no, or 
minimal, modification. 

A heat pump lowers costs 
because it moves the 
natural heat, that's always 
present in the outside air, 
inside to heat any kind of 
building. The heating system 
only has to go to work when 
the outside temperature is 
below freezing. 

A Detroit Edison Special- 
ist can give you straight 
answers on heat pump sav- 
ings and recommend the 
kind of heat pump that will 
do the best job for any 
business. He can also 
recommend economical and 
efficient methods to 
improve interior and 
security lighting, assist 
you in selecting waste heat 
recovery equipment and 
advise you on maintenance 


schedules to keep all 
machinery operating more 
efficiently. 

Whatever your business, 
energy management is a lot 
simpler when you can 
depend on a reliable power 
source. And you can in 
Southeastern Michigan 
because Detroit Edison 
provides this area with 
electricity that’s more than 
90 percent generated from 
abundant coal. 

So take advantage of 
Detroit Edison’s vast 
energy experience and set 
up an appointment with one 
of our Specialists soon. 
Call (313) 237-9228 or 
write Energy Management, 
Detroit Edison, 348 WCB, 
2000 Second Avenue, 
Detroit, Michigan 48226. 


Detroit 
Edison 


Keeping the power 
in your hands. 


Are You Getting The Best Return 
On Your AIA Investment ? ? ? 


By Eric Englund 


Whether you're involved in the 
Architecture business, the 
Association business, or any 
other endeavor that provides 
a service . . . it appears that 
communications is one of the 
key factors in determining suc- 
cess (or lack thereof). 


The Wisconsin Society of Archi- 
tects expends substantial time 
and energy in attempting to com- 
municate with its members re- 
garding the multiple benefits and 
services that are available 
through the WSA office. Con- 
vention, Lobbying, Document 
Sales, Seminars, Firm Roster, 
Salary Survey, Honor Awards 
Program, Inter-Professional Liai- 
son, Job Bank, etc. are all an 
integral part of the day to day 
actions of the WSA. Through the 
Wisconsin Architect, the Hotline, 
Chapter Meetings, etc., we, at 
WSA, attempt to educate the 
members as to the multiple ser- 
vices and benefits that are avail- 
able. 


But what about AIA? 


It sometimes appears that there 
are substantial numbers of archi- 
tects whose membership in AIA 
is primarily for purposes of 
putting AIA after their name or 
because AIA membership is 
reguired to belong and partici- 
pate in WSA. 


My purpose is not to itemize the 
multiple areas of programming 
and activity in which AIA is in- 
volved. However, it does appear 
that many WSA members do not 
fully understand or utilize the 
services available through AIA 
which can provide assistance in 
professional growth, success, 
and direction. 


One vivid example arose as a 
result of a recent telephone con- 
versation to the WSA office from 
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a WSA member who was attempt- 
ing to obtain updated information 
pertaining to shopping centers 
... more specifically, an attempt 
to obtain current information in 
order that he could provide the 
best guality professional service 
to the client who was considering 
developing such a center. +A por- 
tion of his solution ultimately 
was the AIA Library. By calling 
them directly, he was able to have 
them prepare a bibliography of 
current books and periodical 
articles on subjects. There was 
no additional cost over his initial 
investment in AIA membership. 


Or how about AIA's new 
SOURCEBOOK. For years, many 
architects have been complain- 
ing (or have at least been con- 
cerned) that "people don't really 
understand what we do. They 
don't understand architecture 
— and they don't seem to care 
much about її...” While there 
isn’t any simple answer to this 
complaint, AIA has an answer... 
THE SOURCEBOOK. Just pub- 
lished by AIA this manual is 
properly described as “а unique 
system of information about cur- 
rent environmental education 
projects, activities and curricula 
materials that spans the entire 
learning spectrum, from Kinder- 
garten through college.” 


The content of this manuai is 
divided into four key sections, 
being "models" (descriptions cf 
seven environmental education 
programs that have proven es- 
pecially effective); "resources" 
(a listing of 29 commercially 
available teaching aides); ''bib- 
liography" (an annotated list of 
three dozen books especially 
recommended to students and 
teachers); and, "network" (list- 
ing people organizations that 
teachers or administrators can 
contact for help and advice). The 
SOURCEBOOK is being sold by 


AIA for $25, with an annual sub- 
Scription service to the editions 
made each year at $10. A copy 
is available at the WSA office for 
your use . . . just call and we'll 
send it to you on loan. 


This is just an example, but there 
are many architects who do not 
fully comprehend the scope of 
services available through AIA. 
The most comprehensive defini- 
tion of the scope of those ser- 
vices is annually set forth in the 
AIA Journal in their Mid-August 
issue. The issue is a Handbook 
of AIA activities, resources, 
books, contacts, etc. It‘is a 
valuable resource in problem 
solving, and it appears that 
architects can better understand 
AIA services and use them to 
their advantage by understand- 
ing these services. 


Wisconsin has a national reputa- 
tion of being articulate in criti- 
cizing AIA. We take pride in the 
fact that Wisconsin Architects 
are concerned enough about AIA 
and that they are willing to devote 
the time and effort to participate 
nationally. However, it appears 
equally important and beneficial 
to Wisconsin Architects that they 
be fully cognizant of the AIA 
services that are available to 
provide them assistance. 


Today’s Computer Programs 
Aid Design Professionals 


By Jeff Cross 

Program Manager, Marketing 
Professional Services Group 
Herman Miller, Inc. 


It's well understood that the 
value to clients of an architect, 
interior designer, space plan- 
ner, and a facility manager is 
their ability to creatively convert 
a set of organizational needs, 
physical properties, and environ- 
mental factors into an aestheti- 
cally-pleasing, well-functioning 
building or space. This calls for 
creative skills, acquired through 
ability, formal training, and ex- 
perience. But it is in the applica- 
tion of these creative skills that 
a design professional can be- 
come truly successful, or failing 
that, unsuccessful. 


Unfortunately, the professional’s 
role sometimes requires that it 
extend beyond his or her special 
skill and creative contribution. 
At one time or another during 
most projects, designers must 
attend to administrative details, 
develop specification lists, tabu- 
late items, produce drawings, 
develop pricing lists, coordinate 
construction and installation 
procedures, etc. In the midst of 
all these peripheral chores, the 
creative process can get seri- 
ously stifled, if not smothered 
altogether. 


The business conditions which 
professional service organiza- 
tions are confronted with today 
don’t improve the situation 
either. There are innumerable 
product/material solutions to 
choose from; competition is 
much greater — not only from 
firms in one’s own area, but from 
other cities and states, and eco- 
nomic conditions are making 
projects and profits harder to 
come by. All of these factors have 
an adverse effect on the design 
professional’s ability to be crea- 
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tive. This, in turn, inhibits his or 
her ability to deliver a positive 
result to the client. 


Now, new computer programs 
are coming to the rescue. These 
include software programs to 
help in all the laborious adminis- 
trative problems, as well as 
sophisticated computer graph- 
ics tools. 


Interestingly enough, one such 
resource for architects and de- 
signers is a manufacturer of fur- 
niture and systems for the of- 
fice, laboratory, health care, and 
industrial environments. That 
company is Herman Miller, Inc. 
of Zeeland, Michigan, which has 
always been concerned primarily 
with results that positively affect 
the working environment. This 
concern is reflected in its deep 
commitment to research, educa- 
tion, and pioneering product 
development. 


In recognition of the vital impor- 
tance of the services provided by 
architects, designers, facility 
planners, and dealers, the com- 
pany has developed a series of 
computer software programs as 
tools to be used in the process 
of providing facility design and 
management services. These 
programs start with financial 
analyses of proposed design 
solutions and extend to analy- 
ses of communications net- 
works and equipment needs, to 
product specification and inven- 
tory management, and to graphic 
facility modeling. Through these 
programs, Herman Miller is plac- 
ing a real emphasis on the use 
of computer software in the 
facility development process. 


It is, of course, common knowl- 
edge that the use of computers 
has spread far and wide and will 
continue to do so faster than 
ever. (In fact, architects are hav- 
ing to learn very guickly how to 


design spaces to accommodate 
computer eguipment.) Design or- 
ganizations have not been im- 
mune to this proliferation of com- 
puters. Many architecture and 
design firms have adopted word 
processing systems and then 
have gone on to use computer- 
ized accounting and project 
tracking. Other firms have ac- 
guired very powerful drafting 
systems and have even gotten 
involved in developing software 
in-house for specific applica- 
tions. These are all positive 
steps that a professional service 
firm can take to help overcome 
time-consuming noncreative 
tasks. 


The programs developed take the 
use of computers a step further. 
In addition to helping alleviate 
some of the pressures profes- 
sional service firms are faced 
with, they can also serve as tools 
which directly enhance the pro- 
fessional's creative abilities. 
This is particularly true of the 
graphic programs Herman Mil- 
ler has developed. 
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Let's quickly look at the history 
of this software development ef- 
fort. Herman Miller first got in- 
volved with using computers in 
the facility design process in 
1968 — about the same time its 
Action Office® open plan sys- 
tem was introduced. The com- 
pany recognized that this new 
product required a different de- 
sign philosophy and different de- 
sign procedures in order to be 
applied correctly; applying a sys- 
tem solution requires a thorough 
understanding of the process 
wisconsin architect/april, 1982 


which that system is designed 
to enhance. The designer would 
need to gather more information 
from more people, in order for 
a good design solution to evolve. 


Computer Surveys 


The result of this thinking was 
two computer-based surveys — 
one for analyzing communica- 
tion patterns between individu- 
als, groups, and departments: 
and one for analyzing individual 
equipment requirements based 


pem ب‎ oe Se 
By using a portable terminal, the 
Programs can be accessed from 
any convenient location. Here, 
data is being gathered for the 
Return on Investment program 
at the client's site. 


ڪن 
A time-sharing user needs only‏ 
a telephone and a terminal with‏ 
a modem to access Herman Mil-‏ 
ler's Facility Management Soft-‏ 
ware programs. Here, data is be-‏ 
ing entered for one of the analy-‏ 

sis programs. 
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————————— 
Herman Miller's DDDrw system 
operates on an Evans & Suther- 
land Multi-Picture System; a pow- 
erful graphics device capable of 
simulating dynamic 3-D motion 
in real time. This capability pro- 
vides designers with a tool for 
modeling their design solutions 
— enhancing creativity and instill- 
ing confidence in the resulting 
design. 


_ M— 


An essential function of the DDD 
system is the production of hard- 
copy plots of two- and three- 
dimensional images. Use of a 
high-speed plotter makes this 


process quick and easy. 8 


on the tasks people perform — 
the Communication Interaction 
Analysistw program and the Ac- 
tivity Equipment Analysisru pro- 
gram. These analysis programs 
allowed more information to be 
collected in a shorter time, and 
they produced clear, well-organ- 
ized reports which could be used 
to enhance the designer’s own 
creative talents in planning 
spaces and specifying products. 


These programs reflect Herman 
Miller’s effort to develop pro- 
grams which supplement human 
design intelligence while at the 
same time taking advantage of 
the strengths inherent in com- 
puters — speed, accuracy, and 
objectivity. These strengths also 
serve to minimize the repetitive 
and mundane tasks which can 
overwhelm a designer. 


Time-Sharing 


In June of 1979, Herman Miller 
took another step towards mak- 
ing its programs more accessi- 
ble to the design community. It 
established a communications 
network whereby design profes- 
sionals could access Herman 
Miller’s programs via time-shar- 
ing. With a simple and inexpen- 
sive computer terminal, design- 
ers can now avail themselves of 
the communication and equip- 
ment analysis programs and in- 
corporate them into their own 
design process. 


The software development effort 
at Herman Miller continues to 
grow. The Facility Management 
Software line now includes two 
additional time-sharing pro- 
grams: the Return on Investment 
program — for financially com- 
paring alternative facility pro- 
posals; and the Facility Opera- 
tions Supportru system — for 
specifying eguipment, managing 
inventory, and simulating future 
eguipment reguirements and 
availability. 


Besides time-sharing, these pro- 


grams are also available through 


a licensing agreement with Her- 
man Miller. This means that or- 
ganizations which have their own 
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minicomputer, or are thinking of 
acguiring one, can license the 
software from Herman Miller and 
internalize the whole operation. 
The economic tradeoff between 
time-sharing and licensing de- 
pends primarily on how many 
programs are used, which ones 
are used and how freguently they 
are used. Time-sharing repre- 
sents a pay-as-you-go alternative 
while licensing reguires an ini- 
tial investment with a free access 
after that point. 


In Wisconsin and surrounding 
states, several architecture and 
interior design firms, and office 
furniture dealers are using these 
time-sharing programs. OPI, a 
dealer in Milwaukee, has been 
using the communication and 
eguipment analysis programs 
for a couple of years. 


& Interiors, the interiors group of 
the architectural firm of Foss- 
Englestead-Foss in Fargo, North 
Dakota, has also incorporated 
the analysis programs as a stan- 
dard part of its design process. 
A dealer in Minneapolis, DVR&W, 
has been using the eguipment 
analysis program and has re- 
cently signed an agreement for 
the Facility Operations Support 
system. There are close to 40 
other users of these programs 
throughout the country. 


Facility Management Software 
Program 


Herman Miller's Facility Manage- 
ment Software also includes two- 
and three-dimensional graphic 
programs. These programs have 
an even greater impact than the 
alphanumeric programs on the 
traditional design process. But 
again, they have been designed 
with the user in mind so that the 
user/computer interface is easy 
to learn and as comfortable as 
possible. Strict program knowl- 
edge, code memorization, and 
typing skill are minimized, en- 
abling the systems to be guickly 
integrated into the user's normal 
method of operation. 


Graphic Systems 


More recently, Herman Miller has 
introduced two graphic systems, 


the CAP (Computer Aided Plan- 
ning) system and the DDDrw (Dy- 
namic Design and Drafting) sys- 
tem. The latter is a highly ad- 
vanced, three-dimensional de- 
sign system, while the former is 
a very basic, two-dimensional 
specification system. 


The CAP system is a tool for 
developing sales proposals and 
planning and installation docu- 
ments for interior design. By us- 
ing simple product codes, the 
architects and designers can 
produce detailed specification 
lists — including item numbers, 
descriptions, guantities, and 
costs. These documents can be 
organized by individual, area, de- 
partment, and project and in turn 
can be used as sales/feasibility 
proposals, planning documents, 
order summaries, installation 
documents, or inventory reports. 


The graphic portion of this sys- 
tem allows the user to create two- 
dimensional elevation drawings 
which can be associated with a 
particular individual and/or job. 
These elevation drawings are 
useful for making presentations 
to the client and for ensuring the 
installation matches the design. 
Graphics is an optional feature 
of the CAP system, however. 


The CAP system represents a 
cost-effective way to get involved 
with some very basic computer- 
ized specification and graphic 
technigues. This is particularly 
true for the small design organi- 
zation or the office furniture deal- 
er. The system operates on a 
Radio Shack TRS-80 Model II 
microcomputer which, in turn, 
can be used for other applica- 
tions such as accounting or word 
processing. The TRS-80 is also 
compatible with Herman Miller's 
time-sharing network. 


The DDD system is a much more 
powerful computer graphics sys- 
tem. One of the most sophisti- 
cated facility design systems, 
it offers a three-dimensional 
modeling program which en- 
ables the designer to dynami- 
cally walk through a simulated 
building and interactively analyze 
design alternatives. There is also 
a two-dimensional program for 


creating architectural/interior 
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THE BOLD LOOK 
O KOHLER 


At the edge of your imagination, time stands still for a luxurious interlude. Le Gran lavatory. One of the world’s very largest 
countertop lavatories, 38 inches in length. Available in a variety of unforgettable colors. Shown here in Wild Rose, with Antique 
Onyx faucet. For more information about Kohler products, write: Kohler Company, Dept. AA Kohler, Wisconsin 53044. 


Parker Pen Company 
Janesville, Wisconsin 


A commitment made in 1977 by 
the Parker Pen Company to keep 
their corporate headquarters in 
downtown Janesville launched a 
full-scale master planning effort 
to revitalize their present head- 
quarters. Parker management 
also had a strong desire to sub- 
stantially improve the working 
environment for all employees. 
Their corporate goals in relating 
to their facilities were: 


— To provide an efficient, attrac- 
tive, and comfortable place to 
work. 


— To beautify its location with- 
in the community, consistent 
with the general environment 
and in harmony with the 
image the corporation aims 
to project. 


— To reflect the character of the 
products and services which 
the company makes and 
sells. 


— To restore the international 
appeal of the company’s 
headquarters location for for- 
eign guests. To make a last- 
ing, favorable impression on 
local and transient visitors. 


— To make the wisest and most 
prudent expenditure of the 
stockholders’ money in 
achieving these ends. 


The objectives of the interior plan 
was to break up the inflexible out- 
of-date room partitions and maxi- 
mize the open landscape plan- 
ning. The interior design goal 
was to achieve a refined, sophis- 
ticated interior using products 
and materials that would not be- 
come dated nor be ostentatious. 
This philosophy was retained for 
the general areas as well as the 
corporate areas of the building. 


A basic concern for the office 
environment of all employees 
was incorporated, and a func- 
tional as well as aesthetically ap- 
pealing space was achieved. A 
general color scheme was de- 
veloped for each floor, which is 
accented by plants and artwork. 
However, a degree of furniture 
interchangeability between the 
floors is possible due to the over- 


all coordination of colors. 
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Open Landscape Offices — 
General Employees 


FLAD & 
ASSOCIATES 


Open Landscape Offices — 
General Employees 


Executive Floor Waiting Area 


Open office 
spaces prior to 
revitalizing 
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CHAR SAMPE 


ENVIRONMENTAL DESIGN 


This suite of offices in the Marine 
Plaza building has been enlarged 
and remodeled several times as 
the firm has grown. Several walls 
are placed on angles to allow 
best use of windows and addi- 
tional acoustical control was 
added above ceilings. In the hall- 
way, rosewood panels continue 
over ceiling to minimize tunnel- 
ing. Each psychiatrist has a very 
personalized office, more like a 
living room, allowing patients to 
feel comfortable and at ease. Low 
lighting and plush fabrics add to 
this effect. A group therapy room, 
examining room, secretarial and 
waiting rooms are also included. 
Separate entry and exit doors 
allow privacy. 


Net 


PSYCHIATRIC Associates of Milwaukee, Ltd. 
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Movable Office Storage Systems 


A major problem affecting all 
fast-growing savings and loan in- 
stitutions is space — or lack of it. 
The solution is not always easy. 
In many cases new construction 
is not possible because addi- 
tional land is not available at the 
existing location, or costs are 
exhorbitant running up to $80.00 
per square foot for add-on struc- 
tures. Added to this are the costs 
for utilities and maintenance, 
ranging over $3.00 psf per year. 
The answer being sought by sav- 
ings and loan managers is how 
best to utilize the space they 
have without incurring high capi- 
tal expenditures and rising over- 
head costs. While computeriza- 
tion and microfiche systems pro- 
vide a partial solution to some 
space problems, such miniaturi- 
zation cannot alleviate the re- 
quirements to file and store rec- 
ords that must be retained many 
years, and some for life, in hard 
copy form. 


Fort Savings and Loan (FS&L) of 
Ft. Atkinson, Wisconsin, where 
excellent growth has put its 
“back to the walls” has looked 
ahead and found an efficient and 
economical solution to its need 
for more space by modernizing 
its multi-purpose and vault fil- 
ing and storage facilities. 


“The move to ‘space conserva- 
tion' with high density mobile 
systems, will provide useful fil- 
ing and storage facilities for the 
next ten years without reguiring 
one additional foot of floor space 
during that period,” stated Rob- 
ert O. Simdon, Jr., president of 
FS&L. 


At its headguarters office in Ft. 
Atkinson, and branches in Elk- 
horn, Jefferson and Edgerton, 
FS&L has converted from fixed- 
in-place non-productive multi- 
aisle shelving to standard manu- 
ally operated mobile systems of 
Spacesaver Corporation. 

wisconsin architect/april, 1982 


High Density Mobile Systems 


Totalling 23 carriages in all four 
locations, only a single access 
aisle is reguired for each sys- 
tem, reducing the sguare feet of 
floor space reguired by over 50 
percent and increasing capacity 
by nearly 90 percent. The high- 
density systems use double- 
sided carriages approximately 
91 inches wide for materials up 
to legal size. The carriages range 
up to six and one-half feet high 
with five Duraflake adjustable 
shelves, with the headguarters 
carriages nine feet long and the 
branch (vault) units six feet long. 
Each shelf can be easily re- 
arranged for different heights 
and types of materials. There are 
unigue snap-on brackets mount- 
ed underneath each shelf. These 
dividers perform like upside 
down bookends, and provide 
easy adjustment for keeping the 
materials positioned in an order- 
ly fashion. 


The carriage uprights can ac- 
commodate any type of shelving, 
such as cantilever, bin type, cabi- 
nets or double entry back-to- 
back, and can be designed for 
an unlimited variety of materials, 
including computer tape seals, 
EDP tapes, disk packs, tabulat- 
ing cards and other ADP sup- 
plies. 


The custom designed carriages 
with the flexibility to fit any kind 
of room configuration, are wheel- 
mounted and ride on tracks. The 
units compact together so that 
only one “transposable” aisle is 
reguired for each bay of car- 
riages. 


Of particular significance is that 
Spacesaver's engineering 
makes it possible for one per- 
son to move all eight manually 
operated carriages, such as the 
large system at Ft. Atkinson, with 
just hand pressure force at either 
end of the bay. 


Efficiency And Space Savings 


"It is strange,” commented Sim- 
don, “that the carriages are even 
easier to push together when 
fully loaded due to the excellent 
balance and precision of the 
track-and-wheel assembly.” 


While FS&L has a computerized 
microfiche system for many of 
the transactions, they do not 
have a microfiche printer tied into 
the system to produce hard copy. 
In many cases, Simdon ex- 
plained, it is easier and faster 
to go to the hard copy for any 
records we might need that have 
to be copied. 


While FS&L recognizes that not 
all the mobile shelves are pre- 
sently filled, prudent manage- 
ment knows from experience that 
it is only a matter of time before 
more space will be needed. In 
the meantime, the units provide 
27 to 3 times more filing space 
in the same area at a much lower 
cost, and keep all materials cen- 
tralized at each location. 


Stored on the 23 carriages are all 
hard copy of computer printouts, 
microfiche, accounting records, 
corporate minutes, security 
bonds, reports, statement sav- 
ings records, savings account 
control records, savings and 
mortgage loan transaction his- 
tories, maintenance journals, 
supplies, and other records. 


“According to law many records 
must be kept for a minimum of 
10 years, and others forever,” 
stated Simdon. “This factor, of 
course, means a constant build- 
up of materials that must be 
stored adding to the bulk each 
year.” 


Economics And Return 
On Investment 
“Let's for example look at the 
economics and return on invest- 
ment of high density filing and 
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storage systems,” Simdon point- 
ed out. "In all four locations we 
have approximately 600 sguare 
of floor space occupied by the 
23 mobile units. If we still had 
stationary shelving with multiple 
aisles, providing the space was 
available, we would require 1,200 
feet of floor space and still be 
far short of the capacity we now 
have. 


“If we were to take the low fig- 
ure of $3.00 psf per year for utili- 
ties and maintenance, times the 
600 feet saved, the return on in- 
vestment at a conservative esti- 
mate would be $1,800 per year, 
so that in less than 10 years the 
equipment at all four locations 
would pay for itself. We project, 
however, that the Spacesaver 
systems will serve us efficiently 
into the year 2000 and beyond,” 
Simdon stated. 


“Of course," he pointed out, 
"new add-on construction for ex- 
pansion would have increased 
our costs considerably especial- 
ly if we had to increase the very 
costly vault space.” 


Another feature of the mobile 
units finished with high pressure 
laminated end panels to match 
the decor, and located in the 
three vaults visible to customers, 
is that they project an orderly 
and efficient operation. Nothing 


can turn a customer off more 
quickly in a savings and loan 
firm than to see messy files 
stacked in the vault behind the 
teller windows. Neatness is an 
important part of good customer 
relations, while providing high 
efficiency at the same time, Sim- 
don stated. 


No Delays And Added Safety 


It was also pointed out that there 
is no delay in filing and retriev- 
ing materials and that the em- 
ployees are highly pleased with 
the orderliness, cleanliness and 
ease of operating high density 
mobile shelving. 


“Another factor,” pointed out 
Simdon, “is that when the units 
are compacted together, there 
are no exposed areas and the 
files are protected against the 
usual dust that can accumulate. 
Also, even though the storage 
areas are fireproofed, we feel 
the compaction of the shelving 
offers excellent resistance to 
records damage in case of a fire 
in that air circulation is cut off 
preventing any forced draft situa- 
tion that you would have with 
conventional open shelf filing. 


, 


"Fortunately," stated Simdon, 


"some years back when looking 
way down the road, our board of 
directors was farsighted enough 


to obtain adequate land at our 
locations for expansion. There- 
fore, as we continue to grow, new 
add-on construction will be pos- 
sible in most cases. 


"However, other savings and 
loan groups in the more densely 
populated city areas will be faced 
with the severe problem of a lack 
of land on which to build as they 
outgrow their present facilities. 


"From our experience to date 
with Spacesaver filing and stor- 
age systems," stated Simdon, 
"we feel that the solution for 
such S&L groups will be to in- 
stall high density mobile shelv- 
ing systems not only to obtain 
greater utilization of existing 
space, but also as an investment 
that can pay for itself within a 
few years." 


In looking ahead as growth con- 
tinues, FS&L plans to install mo- 
bile shelving units in its head- 
quarters vault, as well as addi- 
tional units as required in the 
branch offices. 


"When you total up the return-on- 
investment economics, the ef- 
ficiency, cleanliness and perfor- 
mance of mobile shelving sys- 
tems, the concept provides a 
much-needed answer to the ever- 
increasing need for more space," 
stated Simdon. 
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Modeling In The Space/Lighting Lab 
At University Of Wisconsin-Stout 


The Department of Habitational 
Resources at University of Wis- 
consin-Stout is one of four de- 
partments in the School of Home 
Economics, the largest under- 
graduate school in the world. The 
department is located in one of 
the aesthetically pleasing univer- 
sity buildings in Wisconsin. The 
department has two architects 
(including the UW-Extension 
Statewide Housing/Habitat Spe- 
cialist), an urban planner and a 
geographer specializing in Ekis- 
tics on the faculty. One of the 
most interesting educational 
tools is the department's “space/ 
lighting lab." The 42 feet by 60 
feet room (lab) contains space 
and lights and 2,500 styrofoam 
blocks (8 inches by 8 inches by 
16 inches). This laboratory ac- 
tually permits the design and 
housing student to ''think in 
space.” It permits the students 
and faculty with a unigue oppor- 
tunity to model on full or near 
full scale spatial dimensions of 
habitat and better realize feasible 
solutions. Emphasis is placed 
upon new solutions for the global 
challenges of urban sprawl, pol- 
lution, energy consumption, psy- 
chological degradation and other 
problems and prospects related 
to, or influenced by, the built 
environment. 
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The styrofoam building blocks, 
in storage, are used for labora- 
tory insulation. Class projects 
utilized most of the blocks for 
model walls, furniture and in- 
ternal, residential and commer- 
cial spatial arrangements. Since 
the blocks are white, spatial ar- 
rangements may be critigued by 
students and faculty members 
without the influence of color. 


The lighting design students ar- 
range luminaires and lamps at 
various heights, many different 
angles, intensities and distances 


within the laboratory. Because 
reflectivity of surfaces is impor- 
tant to design students, many 
colors and textures are demon- 
strated in this lab. The light- 
weight blocks made for easy as- 
semblage and disassemblage of 
projects. Because of the labs 
versatility, special presenta- 
tions, displays, and experience 
account for justification of such 
a unique educational tool. The 
result will also be a professional 
better capable of spatially per- 
ceiving drawings. 


by Mr. Stuart Fullarton, Instructor 

and Dr. Leland L. Nicholls, Administrator and Professor 
Department of Habitational Resources 

University of Wisconsin-Stout 
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"t | Introducing the Andersen box bay. Kon 
L3 Space-savings, energy-savings and work- s 
amp savings...in one beautiful pac 


AR Meto, fo. 


This new Andersen® box bay is ideal 
for your space-conscious new designs 
and remodeling jobs. Because its 90° 
angle takes up as little as 50” of wall 
space. 

It’s made of naturally insulating 
wood and energy-efficient double- 
pane e glass. 

Outside, the wood is covered 
with thick, long-lasting, no-paint 
Perma-Shield® vinyl in white or 
earthy Terratone color. 

Call us for details on the 
Andersen box bay. It’s the right angle 
for today’s designer. 


Distributed by: 


THe RADFORD COMPANY 


OSHKOSH, WISCONSIN 


LA CROSSE, DULUTH, 
P MINNESOTA 


GO, BISMARCK, Y 
NORTH DAKOTA NORTH DAKOTA |F 


MADISON, WISCONSIN 


Serving the Building Trade Since 1871 
82905 Copyright © 1982 Andersen Corp.. Bayport. MN 


JOHN L. DOYLE/BUILDERS 


ORIGINAL LITHOGRAPHS HAND PRINTED FROM STONE 


PORTFOLIO OF TEN PRINTS 


For further information: 


С ; " 4840 North Shoreland Avenue 
R Davidson S. Inc. Milwaukee, Wisconsin 53217 414-964-1263 
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EXCELLENCE IN MASONRY 


Kloppenburg Architects 
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Madison Area Technical College 


During our two years at MATC 
we attended various meetings 
and workshops sponsored by 
the WSA, including the state con- 
vention last year. Each of these 
experiences were very enlighten- 
ing for us, ultimately leading to 
the formation of a WSA student 
chapter at MATC. 


We wish to thank those of you 
who helped us along the way, 
particularly Gerald Schwoch 
among others, and ask for your 
continued support for the stu- 
dents in the future. 


We are pleased to be a part of 
the 1982 state convention and 
are looking forward to seeing 
you all there. 


ARCHITECTURAL TECHNOLOGY 
Associate in Applied Science Degree 


FIRST YEAR Sem. | 
Course 
Architectural Theory and Drafting | 3 
Construction Materials 3 
Technical Mathematics | 4 
Technical Science | 3 
Communication Skills 3 


FIRST YEAR Sem. Il 

Architectural Theory and Drafting II 
Architectural Rendering 

Technical Mathematics II 
Technical Science |! 

Technical Reporting 

Elective 


SECOND YEAR Sem. | 
Architectural Theory and Drafting III 
Surveying | 

Electrical and Mechanical 
Mechanics 

Economics 

American Institutions 


SECOND YEAR Sem. II 
Strength of Materials 

Steel Detailing 

Concrete Detailing 

Building Estimating 

Building Codes 

Psychology of Human Relations 
Electives 


ELECTIVES 

Architectural Theory and Drafting IV 
Seminar 

Job Orientation 

Calculator Math 
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Timothy Deitte 
Age: 20 
Fond du Lac, WI 


| became interested in architecture while 
attending Goodrich High School. While 
there | took all the drawing courses of- 
fered in the field. | am currently enrolled 
in the Associate Program at Madison 
Area Technical College. My interests in- 
clude the design of residential homes 
which are energy efficient, and the use 
of solar design. | am currently a mem- 
ber of WSA and CSI. 


David Fahey 
Age: 20 
Madison, WI 


Originally from Monroe, Wisconsin, | 
graduated from high school with a strong 
desire to study architecture. In my senior 
year | received third place in the Annual 
High School Design Competition, spon- 
sored by WSA. Also | designed a house 
which was chosen by school representa- 
tives and eventually built by the build- 
ing trades class. | enjoy architectural 
rendering and would like to continue 
developing this talent. My interests fall 
under both residential and commercial 
design. | am currently a member of both 
WSA and CSI. After graduating from Madi- 
son Area Technical College | wish to 
continue gaining knowledge and experi- 
ence enabling me to become a registered 
architect. 


Steve Lande 
Birthdate: 4/13/62 
Cottage Grove, WI 


In May 1982, | will have earned an Associ- 
ate Arts Degree in Architectural Tech- 
nology from Madison Area Technical Col- 
lege. The curriculum included classes in 
Strength of Materials, Architectural 
Theory and Drafting, Architectural Ren- 
dering, and Concrete and Steel Detailing. 
Also as a WSA member | have broad- 
ened my knowledge in the field of Archi- 
tecture. While in high school, | was in 
an Architectural Design Competition 
which included schools in the Madison 
area. 


I'm interested in commercial and resi- 
dential design and hope to be involved 
in both in the future. 


Bruce Mastin-Kiefaber ® 
Age: 27 
Married 


As a student member and student chap- 
ter secretary of WSA for one year | have 
found all of the meetings highly informa- 
tive. Despite the current economic situa- 
tion I’m enthusiastic about finding in- 
teresting work in a small to medium sized 
architectural firm. During the year | have 
designed and drawn two passive solar 
houses, working closely with the clients 
and a local builder. My plans include 
further schooling in design either at 
evening school or weekend seminars. | 
have had two computer courses at MATC 
and I'm a dedicated "hacker" on my own 
computer. 
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Michael K. Nate 
Age: 24 
Wisconsin Dells, WI 


| became interested in architecture while 
working for a residential and small com- 
mercial construction company in Wis- 
consin Dells. | am currently a student at 
Madison Area Technical College where 
| have come to enjoy the structural de- 
sign area of the field. | plan to start my 
career by learning as much as I can about 
actual construction methods currently 
in use. I feel this will be a valuable asset 
to me and my future employer, and will 
also be a way to fulfill my goals in the 
architectural field. I am currently a mem- 
ber of WSA student chapter here at MATC. 


My name is Mary Peterson. I am a 1980 
graduate of Evansville High School in 
Evansville, WI. 


| became interested in architecture, par- 
ticularly home construction, while tak- 
ing drafting classes in high school. I am 
now in my last semester of the Archi- 
tectural Technology program at Madison 
Area Technical College. 


My experiences include attending field 
trips and workshops as a student mem- 
ber of WSA. I help my father, who is a self 
employed mason, doing everything but 
laying the brick! I did some drawing for 
a realty wanting to remodel some offices. 
I am currently employed at Trachte Sales 
and Construction as a part time drafts- 
person. 


| have special interests in solar tech- 
nology, residential construction, and en- 
tourage. My present goals are to become 
more knowledgeable in my field and to 
become a valuable employee for a com- 
pany. 
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Age: 20 ind 
Born: November 14 EM 


Dennis Seitz 


| became interested in architecture while 
attending LaFollette High School. | took 
part in the 1979 and 1980 High School 
State Design Competitions and acquired 
Honorable Mention in 1980. | graduated 
with design as my major interest. | am 
currently attending Madison Area Tech- 
nical College and have broadened my 
interest in architecture to technical and 
mechanical areas. | eventually plan to 
continue my education at the University 
of Minnesota. However, | would like to 
gain additional practical experience be- 
fore continuing my education. 


ФРА 


Ѕраѕ 


BY POOL BOYS 


DESIGNS IN HOT WATER 


Saunas 

Hot Tubs 
Chemicals 
Sauna Heaters 
Whirlpool Baths 
Steam & Tanning Units 

Custom Inground Pools 
Installation-Parts-Service 

Four Seasons Solar Greenhouse 


13470 W. Greenfield Ave. * Brookfield, WI 53005 • (414) 784-8144 


Brad Waldmann 
Jefferson, WI 


During high school I pursued many 
courses in architectural drafting and vo- 
cational building, developing knowledge 
as well as my interest in architecture as 
a career. Upon graduation I decided to 
continue this education at MATC, where 
I've been involved with both WSA and 
CSI student chapters. Participating in 
these organizations has been very help- 
ful in increasing my understanding of 
the field. Being employed for over two 
years by a local contractor as a resi- 
dential carpenter, is the basis for my 
interest in the construction-related field. 
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EVERYTHING 
YOU NEED FOR 


LEXCO TILE 
& SUPPLY CO. INC. 


VISIT OUR 
“SHOWCASE” 
OF CERAMIC TILE 


TEAK and KARPAWOOD 
ACTUAL INSTALLATIONS OF THE FINEST for parquet floors 
DOMESTIC & IMPORTED TILES 


The warm, natural look of a Teak or Karpawood parquet 


"FLORIDA TILE "TEC PRODUCTS floor is treasured now more than ever before. These two im- 
*IMPO-GLAZTILE “WONDER BOARD ports are a delight to those who love the rich-grained beauty 
*FINE IMPORTED TILES of wood. 
“ TEAK is the ultimate in beauty, elegance and pres- 
tige ... yet, it is very hard and will last for decades. 


KARPAWOOD, known in Thailand as ironwood, is harder 
than oak, and has an extremely low coefficient of expansion. 

Both woods are available from our Chicago warehouse in 
many UNfinished and PREfinished patterns. 

Phone (collect) for free samples, brochures of 80 floor de- 
signs, technical information, prices. Or, write: 


Thailand Teakwood Importers, Inc. 


645 North Michigan Avenue, Chicago, Illinois 60611 
(312) 337-3938 
(We are Midwest distributors for Bangkok Industries, Inc., Philadelphia) 


5207 N. 125th Street 
BUTLER, WI 53007 


Phone (414) 781-2420 


ARE DELIVERIES 


of 


2x 2 CERAMIC MOSAICS 7 
CREATING HAVOC 
ON YOUR JOB? 
Specify 
U.S. CERAMIC TILE CO. 
E. Milwaukee Stock On Many Colors ES 
8 Week Delivery - Custom Orders 


(fljilu rest G 


DISTRIBUTING, INC 


6045 N. 55th Street — Milwaukee 
(414) 462-9770 
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Granite. 
Beautiful for 
heavy traffic areas. 


= 


Cold Spring granite is a natural for landscape applications. Its warm colors 
and natural textures blend beautifully with the environment And at the same 
time, granite provides the designer with the flexibility he needs to create areas 


of unusual and lasting beauty 


At Cold Spring we now have a wide variety of Module 
Pavers and Durax Blocks available. For more informa- 
tion, plus a packet of full color literature illustrating our 
products in use, call (612) 685-3621. Or write to the 
address below. 


Cold Spring Granite Company, Dept. P 
Booth #13 


202 South 3rd Avenue, Cold Spring, MN 56320 


With Names Like These Behind Us 
You Know We're Not Just A Brickyard. 


Serving Southern Wisconsin Architectural 
Needs For Over 76 Years. 


Brick — Block — Pavers — Stone 
All Your Masonry Needs At One Location 


W/GSCONISIN 
im BRICK & BLOCK 
CORPORATION 


2840 UNIVERSITY AVENUE 
MADISON, WI 53705 
(608) 238-2636 
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The new 3165 


KOH-I-NOOR | 
RAPIDOGIRAPH 


Technical Pen 


"PATENTED AIRTIGHT DRY 
DOUBLE-SEAL CAP ALLOWS 
INSTANT STARTUP FOR 
INCREASED PRODUCTIVITY 

"13 DUAL-DESIGNATED DRAWING 
POINTS:EACH IDENTIFIED WITH 
STANDARD RAPIDOGRAPH LINE 
WIDTH & METRIC EQUIVALENT 

"NEW CAP DESIGN FOR QUICKER 
RELEASE AND REPLACEMENT 

“LONGER STREAMLINED 
HOLDER FOR BETTER 
FEEL AND BALANCE 

"ЗММ STAINLESS STEEL NIB 
SLEEVE FOR USE WITH 
LETTERING DEVICES 

"SEND FOR FREE CATALOGS 
DESCRIBING КОН--МООВ 
PRODUCTS 


ENY 
Gum 
E 


ARTIST AND DISPLAY 
8330 WEST BLUEMOUND 
MILWAUKEE WI 53913 
771-7450 


BUY FROM 
A GROWER 
BUY FROM 


Wisconsin’s 
Greatest 
Nursery 


NURSERIES OF OVER 
1000 ACRES 


AT 
WATERLOO, WISCONSIN 
(414) 478-2121 


1919 Monroe Street 
Madison, WI 53711 
(608) 255-9476 


675 N. Brookfield Road 
Brookfield, WI 53005 
(414) 782-3440 


University of Wisconsin - Milwaukee 
The School of Architecture & Urban Planning 


The following UW-M students are 
seeking employment. If you are 
interested you can obtain more 
information from LinaBeth Bar- 
ber, Project Assistant, Student 
Counseling Office (414-963- 
4014). 


PATRICK M. STOEHR 


B.S.A.S. UW-Milwaukee, December, 1981, 
GPA 2.75 


Honors: Milwaukee Journal feature arti- 
cle about independent study project for 
School of Architecture, August 20, 1981. 


Employment History: 

Milwaukee Jewish Community Center, 
1980-Present: Tennis and Swimming In- 
structor 

Mileagers Lawn and Garden Center, 1980: 
Landscaping 

Kenosha Youth Foundation, 1977-1981: 
Tennis and Swimming Instructor 


Special interests in architecture include 
neighborhood revitalization and store- 
front renovation. 

My professional goal is to become a 
licensed architect in the state of Wis- 
consin. 


Extra-curricular activities include serv- 
ing as Vice-President of the Student 
Chapter of the AIA. 


Willing to relocate. 


BRIAN PEARSON 


B.S.A.S. UW-Milwaukee, December, 1981, 
GPA 2.98 


Honors: Milwaukee Journal feature arti- 
cle about independent study project for 
School of Architecture, August 20, 1981 


Employment History: 

Work on architectural projects indepen- 
dently 

Brinks, Inc., Summer 1981: Driver and 
guard 

Strong Detective Agency, 1978-1980: Pri- 
vate Detective 


Special interests in architecture are sym- 
bology in the built environment, store- 
front rehabilitation, neighborhood revi- 
talization. Professional goal is to become 
a highly competent architect. 


Extracurricular activities include Presi- 
dent, Student Chapter/AIA and member 
of UWM-SARUP Curriculum Coordinat- 
ing Committee. 
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Through personal, intellectual and emo- 
tional commitment, | see myself fulfill- 
ing a position in your firm. 


Willing to relocate. 


SUSAN E. ROUBIK 


B.S.A.S. UW-Milwaukee, 1981, GPA 3.2 
Currently enrolled in the M.ARCH pro- 
gram at UWM 


Employment History: 

Assistant Manager, Design People’s Co- 
op (Architectural Book and Supply Store) 
Assistant, Artists Supply Store: color 
coordinating, mounting and framing 
prints, drawings, paintings. Window dis- 
play and design. 

Renovation, repair and maintenance of 
two residences: reroofing, refinishing 
woodwork and cabinetry, redesigning 
bathrooms. 


Special interests and skills in architec- 
ture: 

Photography, photographic processing 
and printing (black and white), operation 
of diazo print machine. 


Extra-curricular interests: Free-hand 
sketching (i.e. on trip to Europe). Exten- 
sive travel through seven European coun- 
tries, and through the west and south- 
west United States. Coordinated literary 
magazine in high school. 


Willing to relocate within Wisconsin. 
References furnished upon request. 


JON ANDREW ERDMANN 


B.S.A.S. UW-Milwaukee, 1980, GPA 3.10 
M.ARCH UW-Milwaukee, 1982, GPA 3.67 


Employment History: 

Allen-Bradley, 1977, Design Development 
Drafting 

Allen-Bradley, Summer factory work 
Occasional surveying work, 1973-1979 
Private jobs for home design and re- 
design/renovation of interiors. 


Special interests in architecture include 
a strong interest in the integration of 
building systems. 

Professional goals are to become good 
at all phases of architectural projects and 
to work in a small to medium sized firm. 


Willing to relocate anywhere in Wiscon- 
sin. I am looking to stay in Wisconsin with 
the challenge to design buildings to meet 
with our seasonal changes. 


Extra-curricular activities: 
| enjoy swimming and a large array of 
other outdoor sports in all seasons. 


BASILIO A. MERCADO 


B.S.A.S. UW-Milwaukee, 1980, GPA 2.90 
M.ARCH UW-Milwaukee, 1982, GPA 3.20 


Employment History: 

Worked for Engineering Enterprises 
Corp. for one semester in a Careership 
Program offered by the University of 
Wisconsin Center-Marinette, Wisconsin. 


Extra-curricular activities include Stu- 
dent Chapter AIA Treasurer, 1980-1981, 
Member of the Wisconsin Jaycees, UW- 
Marinette Student Council President, 
Summer 1977 


Special interests in architecture are archi- 
tectural design, urban development, and 
photography. Professional goals are to 
become an architect/developer and es- 
tablish my own firm. 


Willing to relocate. 


FRANK H. BURMESCH 
B.S.A.S. UW-Milwaukee, 1982, GPA 3.3 


Employment History: 

Previous work has included several draft- 
ing jobs: producing shop drawings, and 
supervising the construction of pre-fab 
stud wall panels, producing plans for 
construction, producing shop drawings 
of machine parts. Other summer jobs in- 
clude router for wood shop, concrete 
sidewalk construction, metal foundry 
work. 


Special interests and skills in architec- 
ture are computer-aided drafting and 
other computer applications to architec- 
ture. Immediate professional goal is to 
join an architecture or construction firm 
as a draftsman, preferably involving the 
use of computers. 


Extra-curricular activities have been resi- 
dence hall programming and sports: par- 
ticipation in football, baseball, and bas- 
ketball in high school. 


Willing to relocate. 
References as to previous experiences 
are available upon reguest. 


JERRY BRUSCATO 


B.S.A.S. UW-Milwaukee, 1980, GPA 3.4 
Graduated with honors 


Employment History: 
Painter - American Invesco, 1977-1981 
Machinist - Electro Sprayer, 1974-1977 


Special interests and skills include de- 

sign-detailing, energy analysis, model 

building, presentation drawings. 
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| am interested in all aspects of a project 
from its beginnings to its end with em- 
phasis on design detailing and energy 
design. | would like to become a con- 
sultant within these two areas. 


Extra-curricular activities: Model build- 
ing, weight lifting. 


| am currently enrolled in the Masters 
in Architecture Program at UWM and am 
interested in full-time employment during 
Summer 1982, and permanent employ- 
ment after completion of an M.ARCH in 
December, 1982. Willing to relocate after 
December 1982. 


KEITH O. MERTENS 


B.S.A.S. UW-Milwaukee, May 1982, 
GPA 3.78 


Scholarships, Honors: High School Vale- 
dictorian, 1978 JSC Scholarship, Wiscon- 
sin Architects Foundation Grant (1979, 
1980, 1981), UWM Alumni Association 
Scholarship 1982, Deans List 


Employment History: Two years of full 
and part-time work with Kahler, Slater, 
and Scott, Milwaukee, as Draftsman, De- 
sign Assistant. Expertise in drafting, 
presentation graphics, rendering, and 
model building. 


Special interests in architecture have in- 
cluded rounding out my architectural 
education with courses in theory in de- 
sign, structural engineering, and energy 
conscious design. 


Professional Goals: To become a regis- 
tered architect and an active participant 
in architectural education, research, and 
development. Would like two to three 
years of work experience before return- 
ing for an M.ARCH degree. Desire a posi- 
tion offering broad office experience. 


Extra-curricular activities include music, 
photography, reading, and church-related 
activities. 


Willing to relocate. 


GORDON ROGER BECKMAN 


B.S.A.S. UW-Milwaukee, 1978, GPA 3.12 
M.ARCH UW-Milwaukee, 1982, GPA 3.94 
University of Wisconsin London Pro- 
gram, 1978 
University of Pennsylvania Paris Pro- 
gram, 1980 


Employment History: 

Davis and Fatica Architects, 1982-Present 
Milwaukee, Wisconsin 
Design/Draftsman: Small-scale design 
projects, Presentation drawings, Con- 
struction documents 


Kahler, Slater, and Scott, 1979-1981 
Milwaukee, Wisconsin 
Design/Draftsman: Schematic design, 
Design development, Model building, 
Construction documents on large-scale 
projects. 


wisconsin architect/april, 1982 


Larson and Darby Architects, Inc., 1972- 
1979 

Rockford, Illinois 

1972-1973 Construction document repro- 
duction 

1972-1976 Junior Draftsman, Construc- 
tion documents, Model building 
1976-1979 Design Draftsman, Schematic 
Design, Design Development 


Teaching Assistantships, Department of 
Architecture, UWM 

Survey of Structural Planning, 1980, and 
Design Studios, 1981 


Special interests in architectural theory 
and history. 


Professional Goal: Registration by 1983 


Willing to relocate. 
Portfolio available upon request. 


CHARLES ASINOBI 
B.S.A.S. UW-Milwaukee, 1981, GPA 2.8 
Dean's List, UW-Green Bay, Fall 1977 


Employment History: 
Bob Zinns, Architect: Part-time draftsman 


Special interests are building design, pro- 
gramming of parameters affecting build- 
ing design, building economics and pho- 
tography. Professional goals include be- 
ing involved in building design, construc- 
tion, and economics. 


Extra-curricular activities include ping- 
pong, tennis, soccer, photography, and 
reading. 


Willing to relocate. 


CHIEN HAN 


B.S.E., National Cheng Kung University, 
Taiwan, 1977, GPA 3.0 

Currently enrolled in the M.ARCH Pro- 
gram at UWM 


Employment History: 

Standard International Development 
Corp., June 1977-August 1980 

Taipei, Taiwan 

Designer 


Special interests are to work in the areas 
of design, presentation drawings, and 
working drawings. 


Professional Goal: To be a registered 
architect. 


Willing to relocate. 
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A clear understanding between the 
Architect and the owner as to their 
mutual relations, obligations, and 
responsibilities is of utmost 
importance in providing a healthy 
working relationship between the 
architect and client. 

In 1916 the AIA began developing 
a written standard form of agree- 
ment that could be used between the 
owner and the architect for a variety 
of projects. This document (AIA 
Document B141) has evolved over 60 
plus years to represent the beginning 
of a firm contractural relationship 
between the Architect and the owner. 

Despite the existence of the AIA 
form contract, it appears that con- 
flicts continue to arise between 
architects and owners over the scope 
of services which are to be provided 
under that contract. The following 
check list has been developed as a 
tool to be used by the architect in 
providing clarification in some of the 
areas which appear to be a basis for 
dispute between the owner and 
architect. This list is not suggested 
to be definitive, but is presented 
as a means of increasing the indi- 
vidual architect’s awareness of the 
scope of his professional service 
as defined by the B141, and, more 
specifically, to emphasize those 
areas which have historically been 
defined as “Additional Services”, 
for which there should be additional 
compensation. 

An informal committee of WSA 
members consisting of Greg Benz, 
AIA; David Lawson, AIA; Reini Post- 
weiler; Jerry Dommer, AIA; and 
Eric Englund developed the follow- 
ing "Checklist". Additionally, 
this committee drafted the following 
"Draft of Proposed Letter Between 
Architect and Owner" which may 
be of assistance to some firms or 
individuals. 

All the members of this Committee 
encourage your comments, sugges- 
tions, recommendations, or criti- 
cisms of their work product and 
the common goal of increasing 
professional competance. 
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CHECK LIST FOR OWNER/ 


_ Mem — 
1. DILHR 
Fees 


2. 
Environmental 
Assessments 
and/or 
Environmental 
Impact 
Statements 
3. Solar 
Studies 
4. Life 
Cycle 
Costing 
5. Analyzing 
Alternate 
Energy 
Sources 
6. Monthly 
Billings 
7. Zoning 
Approval 
Assistance 
8. Phase 
Bidding 
9. Detailed 
Cost 
Estimating 
10. Change 
Orders 
Processing, 
Drawings, 
Etc. 
C.M. 


Landscape 


Feasibility 
Studies 


Programming 
Artwork 


Record Drawings 


Alternate 
Sites 


Future 
Work 


Field 
Measure 


Interior 
Design 


CHECKLIST 


Owner/Architect Contract 


Additional 
Service 


Brief 
Explanation _ 


B-141 
Section 


Reimbursable 
, Expense 


E T yes | 511 
& 
DH&SS 
Fees 


| |р 


yes 


yes 


yes 


yes 


yes 


yes 


< 
Ф 
: 


РЕ 
о 


These аге reimburs- 
able expenses paid by 
the Architect for se- 
curing approval of 
authorities who have 
Project jurisdiction. _ 
This is not part of the 
basic service. 


1.7.3 
1.7.2 
Jie 
7.3 


i 


7 


T 


N 


Tes 


1.7.13 


1.7.2 


EET 
N 
o 


1.7.4 


1:75 


1.7.10 
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ARCHITECT CONTRACT. 


DRAFT OF PROPOSED LETTER BETWEEN ARCHITECT AND OWNER 
TO BE USED AFTER THE OWNER/ARCHITECT CONTRACT IS SIGNED 


RE: (INSERT NAME OF PROJECT) 


Dear 
As your architect, it is our desire to establish the clearest possible working relationship between you, as 

the client, and our office regarding our mutual responsibilities during the progress of this project. 

We look forward to acting as your professional advisor and to working with you in the development of 

a solution for the project from the criteria which you provided to us. In order to be effective in this regard, 

we need your cooperation and understanding of the problems connected with architecture. We also need 

your assistance in clearly describing your project requirements, and providing necessary information 
about the site and budget, and in giving prompt and thorough attention to the sketches, drawings and 
documents that we submit to you. Our past experience has shown that the working relationship between 
an architect and client is best fostered as we develop and continue an atmosphere of trust, confidence and 
good faith from the inception to the completion of the project. 

As we work together in the development and completion of this project, we specifically would appreciate 
your attention to the following items: 

1. Our services will be broken into phases. We need your timely review and approval of each phase in order 
that we can commence to the next phase. 

2. During the construction phase we have agreed to act as your representative. As such, we will work with 
you during the construction phase to the extent provided in our contract. We are not in a position to 
supervise construction or to guarantee the quality of work being done by the contractors, subcontractors 
and suppliers. 

3. Project programming, financial feasibility studies, alternative bidding documents, are examples of 
areas in which we have expertise and can provide you with assistance . . . but which are not included 
in the basic service. If you would like us to perform these services, please feel free to give us a call. 

4. We will be providing you with monthly statements for our services. 

Good architecture is a product of both a good client and a skilled architect. We look forward to working 
with you in achieving and maintaining this working relationship. 


Cordially, 
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*Black & White Murals 


*We Reproduce Blueprints or Masters For 
Making Blueprints 


Photocopy 
104 EAST MASON STREET 
MILWAUKEE, WI 53202 


For Service... 


CALL: 1-(414)-272-1255 


axine 


POLYCAST. 


TRENCH 
DRAIN 


Chemical Resistant 

Polymer Concrete 

The Polycast Presiope Drain System offers a new 
and better method for surface drainage The drain 
channels are manufactured with high strength 
durable polymer concrete. Polymer concrete has 
three times the strength of normal concrete and 
offers superior resistance to salts, acids and other 
chemicals. 


Built-In .65% Slope 

The Polycast System consists of precast modular 
drain channels with a built-in .65% slope. The inter- 
locking channel sections have an integral polymer 
gel coat for a smooth hydraulic surface that in- 
creases flow velocity and results in a self cleaning 
system. 


— 


CONTACT US FOR YOUR NEAREST DEALER 
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WISCONSIN TUBING, INC. 
P.O. BOX 414 / OMRO, WISCONSIN 54963 


И 800-242-8280 


*8x10 Glossy Repros 


Inc. 


LOW-COST 


INSTALLATION Creative Office Environments 


RSJ's Contract Design Department can help 
you transform your corporation into a facility that is 
functional, efficient and aesthetically pleasing. 
Our design professionals are experts in all phases of 
space planning and interior design. 


A Complete Drainage System 
The drain channels come complete with either cast 
iron or galvanized steel gratings, eliminating the 
need to purchase gratings separately Catch 
basins, neutral channel sections, half channel 
sections and various end caps are available with 
the Polycast System insuring maximum versatility 


Easy Low Cost Installation 
The Polycast Drain System eliminates costly on-site 
forming. A two man crew can install a system in a 
fraction of the time required for a castin-place 
system. The Polycast Presiope Drain System is a 
low cost, longdasting, labor saving answer to 
surface drainage. It is a better way to handle your 
drainage problems 


RSJ's Contract Design Department – 
For Creative Office Environments. 


Call 257-0521; We'll be pleased to talk with you. 


Rowley-Schlimgen & Jones 
702 E. Washington Ave. Madison, WI 53703 
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SOCIETY NEWS 


ARCHITECT — Mark your calendar for June 14, 1982, the date of the WSA’s Annual 
EXHIBITOR Architect-Exhibitor Golf Outing. The outing is planned by WSA for 
GOLF its members and for those companies or individuals that exhibited 
OUTING at the 1982 WSA Convention. 


The WSA provides one free green fee to exhibitors for each exhibit 
space. WSA members may purchase green fees for themselves and 
employees. A smorgasbord dinner in the evening will be free to 
exhibitors, members of their organization, and WSA members. 


This year’s golf outing will be held at the Watertown Country 
Club. Registration materials will be sent to all members. If you 
can't wait . . . call Karen at the WSA office and she will assign you 
a tee off time. 


———————————————————————————-—-—-—-—-—-—-—-—-—-—-—-—-—-—-—-—-—-—-—-—-—-—-— 
PROMOTING The WSA has developed a 12 minute slide/tape show that is avail- 
ARCHITECTURE able for members’ use in making presentations to non-architect 


groups. The show has been presented to service clubs, church 
groups, and others interested in architecture. The WSA has all of 
the equipment necessary to present the materials. If you’re inter- 
ested . . . call the WSA office. 


—————————————————————————————————————————————————— 
$2.50 Lloyd Krueger, AIA of Krueger, Shutter and Associates, is retiring 
LATER from architecture. In the course of closing out his file it has been 


noted that 30 years ago, when he made application to the Wisconsin 
Architectural Association (the grandfather of the WSA) as a Junior 
Associate member his dues were $2.50. Best wishes to Lloyd during 
his architectural retirement . . . which is really his undertaking a 
new venture marketing solar hardware. 


————————————— —— 
WISCONSIN Representatives of WSA attended AIA meetings in Washington, D.C. 
V. and presented the Reagan administration with a long list of de- 
WASHINGTON mands and a batch of Wisconsin snow. Part of the Wisconsin con- 


tingent are pictured 
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Upright 


Relax 


Dynamic seating support...automatic response 


New economical 
articulating seating brings 
healthful back support 

to the work area 


Designers Ambasz and Piretti, 

and Krueger, the team that brought the 
first seating breakthrough in a decade, 
the Vertebra® seating system, 

now incorporate similar ergonomic 
principles into a new economical line... 
Dorsal™ seating. 


Dorsal chairs respond providing 
supportive comfort automatically . . . 

in upright and relax positions with 
stack chairs, plus a tilt-forward 
position for operational models. Despite 
varying anatomies, this unrestrictive 
movement enables the user to find the 
ideal posture automatically... 

without need to manipulate or adjust 
controls. Results...greater comfort 
and productivity. 


Economically priced Dorsal seating is 
available in handsome oval tubular frame 
stack chairs, operational models and 
tandem seating...all in armless 

and armchair versions. Contact Krueger 
for more information. 


Tilt Forward 


Designed and developed by 
Emilio Ambasz and Giancarlo Piretti for 


OPENArK 


Produced and distributed in the 
United States under an exclusive license 
from OPEN AfK B.V. by 


krueqer 
Technical innovation... by design 


Krueger 

PO. Box 8100 

Green Bay, WI 54308 
(414) 468-8100 


New York (212) 371-9595 
Chicago (312) 467-6850 
Dallas (214) 747-7629 

Los Angeles (213) 659-2133 


Patents pending worldwide. U.S. Patents 4157203, 
259688. (O Copyright 1981 by Krueger 
Represented by 


John Schoenecker & Associates 
820 Back Bay 

Delafield, Wisconsin 53018 
(414) 646-2728 


WAF REPORT 


WISCONSIN 
ARCHITECT 
NEWSGRAM 
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“Single Bullnose, Brick Header, Pilaster, Double Steel Sash/Splittable 
(DBL/SS/Split), and TSA Random” are not part of the daily vocabulary 
of running the WSA. In fact, if you were to start to use those words 
in a conversation in front of my wife or children, they wouldn't 
know if you were swearing, drunk, or just talking nonsense. 


These terms, especially “TSA Random," mean many things to many 
people . . . but they mean money for the Wisconsin Architects Founda- 
tion (WAF). 


In 1953, architect Jack Shepherd designed a special block which 
was ultimately copywrited. Best Block Company kindly agreed to 
pay 5c to the WAF for every one of those blocks sold. Earlier this 
year, Paul F. Bronson, Chairman of the Board of Best Block Com- 
pany presented to Mark Pfaller, FAIA, Best Block's check payable 
to the WAF in the amount of $2033.50, representing the 40,670 TSA 
Randoms sold in 1980. 


Total contributions to the WAF since the inception of this arrange- 
ment now exceed $31,000. 


The Wisconsin Architects Foundation publically thanks Jack Shepherd 
and Best Block Company for their continuing support. The WAF looks 
forward to the continuation of this relationship as the TSA Random is 
specified and used in construction in the upper midwest. 


Changing offices or jobs? Have you or a partner been promoted 
or given a special award? A new project? 


TELL US AND WE'LL TELL YOUR COLLEAGUES! 


Please answer these guestions about the news event you are report- 
ing and mail this form to: Eric Englund, c/o WSA, 615 E. Washington 
Ave., Madison, WI 53703. 


WHO? 


WHAT? 


WHEN? 


WHERE? 


WHY? 


CAN YOU GIVE US THE NAME OF A PERSON TO CONTACT AND A 


TELEPHONE NUMBER IF WE HAVE MORE QUESTIONS ABOUT THIS 
NEWS HAPPENING? 


PHONE: NAME: 


Do you have a suggestion for a Wisconsin Architect article? 
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Window Quilt 


CUTS HEAT LOSS 
THROUGH WINDOWS 
AND GLASS DOORS 

UP TO 79%. 


Window Quilt seals tightly on all four sides, sealing warm 
air in and cold air out. They're easy to install, operate, and 
are far more efficient than ordinary shades or insulated 
drapes. 
e Window Quilt fits almost any size window, even 8' wide 
sliders. 
e Window Ouilt is three times more effective than storm 
windows, better than 3 glazings (R value: 4.25 with a 
single glazing.) 
e Window Ouiltin most cases will pay for itself in 2-5 years. 
e Window Quilt helps keep summer heat out and also 
save on air conditioning. 
e Window Ouilt comes in three decorator colors: bone, 
cloud white, and camel. 
e See 1982 Sweets File #12.9 Ap 
for specifications. 

Distributed In The Upper Midwest 

By W. L. Hall Co., 14800 Martin Dr., 

Eden Prairie, MN 55344 - (612) 937-8400 


Window Quilt" 


from Appropriate Technology 
Innovators in Energy Savings 


THE WINDOW QUILT 
SUPPLIERS NETWORK 
IS UNSURPASSED IN 


THE MOVABLE INSULATION 


INDUSTRY 


APPLETON 
The Little Mermaid 
205 E. Lawrence St. 
Appleton, WI 54911 
(414) 739-8413 
Southside Paint & Glass, Inc. 
2537 S. Oneida St 
Appleton, WI 54915 
(414) 432-8820 
FOND DU LAC 
Wright Energy Systems 
2019 Forest Avenue Rad. (Rt. 5) 
Fond du Lac, WI 54935 
GREEN BAY 
Discount Waterbeds 
1828 S. Ashland 
Green Bay, WI 54304 
(414) 437-5089 
Sunspots 
1925 University Ave. 
Green Bay, WI 54302 
(414) 432-8820 
HARTFORD 
H.I.S. Corporation 
5850 Williams Road 
Hartford, WI 53027 
(414) 644-6104 
Shar's of Hartford 
2299 Hall Rd. 
Hartford, WI 53027 
(414) 628-2625 
(414) 628-1095 
JANESVILLE 
Sharon's Drapery Shoppe 
33 South Main St. 
Janesville, WI 53545 
(608) 752-0082 
LA CROSSE AREA 
Energy Conservation Services 
Box 521 
Coon Valley, WI 54623 
(608) 452-3803 
Morning Star Builders 
Route 2 
Galesville, WI 54630 
(608) 582-2784 
The Staats Company 
1300 Caledonia St. 
LaCrosse, WI 54601 
(608) 784-3000 
MADISON 
Creative Energy Products 
1053 Williamson St. 
Madison, WI 53703 
(608) 256-7696 
Kool-View, Inc. 
6701 Seybold Rd. 
Madison, WI 53719 
(608) 274-6997 
(414) 342-3557 (Milwaukee) 
MARSHFIELD 
Fireplace Village & Energy 
Shoppe 
507 North Central Ave. 
Marshfield, WI 54449 
(715) 384-9264 
MAYVILLE 
Marsh Area Sewing Center 
130 South Main 
Mayville, WI 53050 
(414) 387-4774 
(414) 8B5-3282 (Beaver Dam) 
MILWAUKEE AREA 
All Things Bright & Beautiful 
17700 W. Capitol Dr. 
Brookfield, WI 53005 
(414) 781-1881 
Custom Canvas Co., Inc. 
2918 South 13th St. 
Milwaukee, WI 53215 
(414) 647-8125 
J & M Draperies 
Nashotah, WI 53058 
(414) 966-7531 
(414) 453-4147 (Milwaukee) 


Lang's Shade Shop 
2344 N. Oakland Ave. 
Milwaukee, WI 53211 
(414) 276-0778 
The Shade Shop 
9034 W. National Ave. 
West Allis, WI 53214 
(414) 321-1850 
MUKWONAGO 
Windows & Things 
100 Main St. 
Mukwonago, WI 53149 
(414) 363-3071 


OSHKOSH 
Sundquist Floor Covering 
2417 Bowen St. 
Oshkosh, WI 54901 
(414) 231-1960 


PHILLIPS 
The Conservatory 
198 South Lake Ave. 
P.O. Box 84 
Phillips, WI 54555 
(715) 339-3349 


PORTAGE 
The Hume Company 
P.O. Box 343 
Portage, WI 53901 
(608) 742-8484 
(414) 344-3060 (Milwaukee) 


RACINE 
T & L Energy Savers 
1400 Carlisle Ave. 
Racine, WI 53404 
(414) 633-8408 


RHINELANDER 
Carpetiers 
34 S. Brown St. 
Rhinelander, WI 54501 
(715) 362-5953 


RICE LAKE 
The Cozy Hearth 
213 N. Main 
Rice Lake, WI 54858 
(715) 234-8671 


ST. CROIX FALLS 
Variety Art N' Crafts 
Route 2, Box 284, Hwy. 8E 
St. Croix Falls, WI 54024 
(715) 483-3991 


STURGEON BAY 
Stangel Building 
Route 8, Box 105B 
Sturgeon Bay, WI 54235 
(414) 743-6804 


TOMAH 
Southside Lumber Co., Inc. 
Hwys. 12 & 16E 
Tomah, WI 54660 
(608) 372-2164 


TOMAHAWK 
Sandry's Plumbing & Heating, 
Inc. 
427 North Fourth St. 
Tomahawk, WI 54487 
(715) 453-2074 


WAUKESHA 
Indian Summer Wood & Solar 
Heat Store 
1515 Summit Ave. 
Waukesha, WI 53186 
(414) 549-3711 


WAUSAU 
Marcell's Specialties, Inc. 
1810 Sixth St. 
Wausau, WI 54401 
(715) 848-5194 
Natural Concepts, Inc. 
123 Grand Ave. 
Wausau, WI 54401 
(715) 848-1308 
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SHUTTER 
AND 
ENGLUND 
TAME 

THE 
LIONS 


MEMBERSHIP 
ACTIONS 
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Dick Shutter, AIA, of Madison and WSA Executive Director Eric 
Englund appeared before the West Side Madison Lions Club at a 
recent meeting. Shutter led off the dog and pony show with one 
of his infamous jokes, which was followed by a 15 minute talk by 
Englund on architecture. Englund's talk was supplemented by the 
WSA'S slide/tape show and then a question and answer period in 
which Englund and Shutter responded to questions from the as- 
sembled Lions. If you are interested in using the slide/tape show 
(with or without Englund) contact Eric or Karen at the WSA office. 


UIHLEIN, DAVID V., JR., was approved for AIA Membership in the 
Southeast Wisconsin Chapter. 


STRODTHOFF, JOHN C., was approved for Associate Membership 
in the Northeast Wisconsin Chapter. 


GRIES, STEPHEN, was approved for AIA Membership in the North- 
east Wisconsin Chapter. 


KRAFTS, MARK A., was approved for AIA Membership in the South- 
west Wisconsin Chapter. This is an upgrade from Associate Mem- 
bership. 


SCHLEUSNER, GREGORY P., was approved for Student Member- 
ship in the Southeast Wisconsin Chapter. 


MOULTON, MICHAEL D., was approved for Student Membership in 
the Southeast Wisconsin Chapter. 


COVELL, THOMAS S., was approved for AIA Membership in the, 
Southwest Wisconsin Chapter. This is an upgrade from Associate 
Membership. 


BUETTNER, DONALD R., was approved for Professional Affiliate 
in the Southeast Wisconsin Chapter. 


KOSCIELNIAK, DAVID J., was approved for AIA Membership in the 
Southeast Wisconsin Chapter. 


SLATTERY, LORETTA A., was approved for Professional Affiliate 
Membership in the Southwest Chapter. 


JURKIEWICZ, JOSEPH G., was approved for AIA Membership in 
the Southeast Wisconsin Chapter. 
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THE BEAUTY OF WOOD IN 
OFFICE AND LIBRARY FURNITURE 


wv 


Kandinavian Gat 


Natural бай. w/ Chocolate Fabric 


WE FEATURE: 

e Cost and Budget Compatibility 
'* Contemporary Styles and Fabrics 
ө Durability 


AN ADDED FEATURE: 
© Free layout and design services to 
all of our customers 


All this and more from...... 


SCONSIN CORRECTIONS INDUSTRIES 


Executive Offices: (22 south carroll) 
7925 ө Madison, Wisconsin 53707 (608) 266-9815 


Milwaukee Regional Office: 
819 N. 6th Street è Room 771 e Milwaukee, Wisconsin 53202 (414) 224-3976 


SALES LIMITED TO GOVERNMENT AND NON-PROFIT ORGANIZATIONS 
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We’ve made energy communications 
a function of telephone communications. 


If you think the 
telephone is only 
for helping people — 
communicate, you 
haven't heard about 
Wisconsin Telephone's 
Dimension* PBX phone 
system with Energy Com- 
munications Service (ECS). 
This Bell System develop- 
ment combines internal tele- 
phone service and energy control 
into a single, integrated system. 


} s etrofit applications, the system has actually paid for itself in less than one year. 


E Complete energy control. Dimension/ECS gives building managers con- 

M 3 trol over typical energy-consuming equipment: air handling units, water 

I heaters, elevators, generators, lights, refrigeration equipment, fans and 

L1" more. It can be programmed to meet the specific needs and energy 

[1 Saving strategies of a building through on-off patterns, cycling, 
217 temperature and speed control and peak load reductions. 


| o ~ Advanced phone communications as well. Dimension/ 
1 ECS also provides some important phone communica- 
;. tions advantages: Speed Calling, automatic callback, 
guard reporting, paging ... and many other 
features that can be tailored to the type of 
building being considered. 
The Bell System Dimension/ 
ECS. It's proving that tele- 
phone communications is a 
lot more than meets the ear. 
For details, call Richard 


One communications system is cheaper 
than two. Dimension/ECS is a major construc- 
tion cost saver. Since ECS utilizes internal 
Dimension system phone lines to communicate be- 
tween its central Energy Console and typical energy- 
consuming devices, construction costs are substantially 
reduced. ECS is a part of the telecommunications system, so E. Kaul, Wisconsin Tele- 
the total cost is only a fraction of having a separate energy manage- ^ =, phoneAccountExecutive 
ment system. 25 I. for architects and en- 
DAL IB. gineers. Call toll-free at 1- 
Savings on fuel and utility costs. Construction costs are only part of the ==" 2. 800-242-6252. 
savings of Dimension/ECS. The system can also be counted on to reduce =. J3: Wisconsin Telephone. 
fuel and utility bills by 10 to 20 percent over the life ofa building. In some — E i “y leglstered trademark of AT&T Co. 


The knowledge business 


© 


f 
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Package Boiler 


Burner Service Corp. 
24 Hour Service 


Authorized 
Cleaver - Brooks 
Parts & Service 


SALES 
Boiler Room Accessories 
02 Trim Systems 
And - Car Automatic 
Bottom Blowdown 
Systems 
Rentals Complete Mobile 
Boiler Rooms 
Milwaukee — 781-9620 
Madison — 608/249-6604 
Stevens Point — 715/344-7310 
Green Bay — 414/494-3675 
Radio Controlled Fleet Trucks 
Serving Wisconsin & Upper Michigan 
5401 N. Park Dr., P.O. Box 365 
Butler, WI 53007 
781-9620 


| 
GREENSCAPES 
interior plantings 


THE UPS 
AND DOWNS 
OF WOODEN 
SPIRAL 
STAIRS 


@ A Complete Selection Of 
Fully Acclimated Plants For 
Office, Malls And Homes 


We offer a 
complete line of 
spiral stairs in 
€ Professional Consultation metal and wood. 


@ Maintenance And Rental 
Programs 


€ Minimum 30 Day 
Guarantee 


For Further Information 
Contact 
Steve Lesch 
6353 Nesbitt Road 
845-9591 


2153 W. Division St. 
Chicago, IL 60622 
(312) 227-8461 


OUTSIDE ILLINOIS 
CALL TOLL FREE 


800 - 621-3887 
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NEW 
NCARB 
DESIGN 
TEST 
HANDBOOK 
IS NOW 
AVAILABLE 
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The 1982 NCARB Design Test Handbook is now available to candi- 
dates preparing for the June test. 


The new edition has been expanded to include sample solutions 
not only from last year’s Design Test, but also summaries and 
solutions from the 1979 and 1980 exams. 


Twelve sample solutions to the 1981 Design Test are reproduced 
in their entirety: each includes the candidate’s site plan, floor 
plans, sections, and elevations — plus a critique by the NCARB 
Examinations Coordinating Council. 


The Handbook is published by the National Council of Architectural 
Registration Boards. It may be ordered directly from: 


NCARB (Publications) 
1735 New York Ave., NW 


Suite 700 
Washington, DC 20006 


The price is $35.00 per copy and payment must be included. 
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Len Schober Advanced To 
AIA College Of Fellows 


Word has been received from Wash- 
ington, D.C. that Leonard M. Scho- 
ber, a Green Bay architect, has been 
advanced to Fellowship in the Amer- 
ican Institute of Architects. 


Admission to the College of Fellows 
is a lifetime honor bestowed for 
notable contributions to the profes- 
sion of architecture. This year the 
newly designated Fellows from 
throughout the United States will 
be invested into the 60 year old 
College on June 6 at the 1982 AIA 
National Convention in Honolulu. 
The AIA is marking its 125th anni- 
versary with a nationwide celebra- 
tion of its past achievements and 
contributions to the Society and to 
the architectural profession. 


Schober has been the architect for 
many buildings built in Green Bay 
and throughout Wisconsin. A par- 
tial list includes the Brown County 
Library, Kellogg Bank, U.W.G.B. Stu- 
dent Commons, the Green Bay 
Y.M.C.A. additions and the Green 
Bay-De Pere Y.W.C.A., the Wiscon- 
sin Public Service Office addition 
presently under construction, North- 
east Wisconsin Technical Institute, 
St. Norbert College Library, Student 
Commons and Sports Center. Build- 
ings outside of the Green Bay area 
include St. Joseph Hospital, Marsh- 
field, Mercy Medical Center addition, 
Oshkosh, and the Engineering Re- 
search Building and Alumni House 
at University of Wisconsin - Madi- 
son. 


In addition to his career in architec- 
ture, Schober has contributed many 
years to community and regional 
public service. He was a member of 
the original Brown County Histori- 
cal Society Committee that helped 
develop Heritage Hill State Park and 
has served continuously on the 
Park’s Board of Directors to the 
present time. As one of the first 
Chairman of the Mayor’s Sub-Com- 
mittee for a More Beautiful Green 
Bay he organized the various cate- 
gories of awards that are used each 
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year at the Mayor’s luncheon for 
beautification winners. Since 1973 
he has been a commissioner of the 
City of De Pere Housing Authority 
and is presently serving as Vice- 
Chairman. He is a member of the 
Board of Directors of a nine county 
Health System Agency for North- 
eastern Wisconsin and is also a 
member of the Brown County Health 
Advisory committee. For the last 
ten years he has also served as 
Chairman of the N.W.T.l. Advisory 
Committee for the Architectural 
Technology Curriculum. In addition 
to local activities, Schober is a mem- 
ber of the AIA National Committee 
for Health and in earlier years served 
on the National Committee on His- 
toric Resources. 


The members of the Wisconsin 
Society of Architects congratulate 
Len on receiving this honor. 
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Wisconsin Architect 


Dimensions and 
Directions 


\\ 


Make Friends 
With Buildings 


Thank you Advertisers 
for putting ‘wa’ out in 
front! 


To get your company 
specified, specify 


Wisconsin Architect Magazine 


ARCHITECTURAL AWARENESS 


call 
wsa - american institute of architects 


(608) 257-8477 


EXPANDING 8 IMPROVING . 
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Country Comfort 


PASSIVE SOLAR SPECIALISTS 


“ANYONE CAN ENJOY THE 4 SEASONS” 


TOWNHOUSES 
CONDOMINIUMS 
RESTAURANTS 

SPAS 

COMMERCIAL & RESIDENTIAL 
NEW CONSTRUCTION 

& RETROFIT 

COST EFFECTIVE 

SOLAR COLLECTOR 


@ COMPARE OUR FEATURES 
Standard sizes unlimited 

Custom rooms available - corners 
Straight or curved eaves 

Many glazing options 

Weather tight & maintenance free 


ACCESSORIES AND 
SERVICE AVAILABLE 
Shading & night insulation 

Solar controllers by W.E.S. 

Storage systems for every condition 
Complete installation and service 


DISTRIBUTOR OF 
FOUR SEASONS 
O Ls GREENHOUSES 


Call or Write Today For More Information - Models Shown By Appointment 
770 South Main - Fond du Lac, WI 54935 - (414) 921-8787 
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Inland Diesel 
designs and fabricates 
diesel generator sets 
custom tailored to your exact specifications 


inland diesel, inc. 


D 


13015 W. Custer Avenue 
Butler, Wisconsin 53007 
(414) 781-7100 


600 Industrial Park Dr. 
Iron Mountain, Mi 49801 
Phone: (906) 774-9706 
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You’re supposed to look 
at this sampling of our work. 


Badiners, Minneapolis 


Size 

1 Page 
2/3 Page 
1/2 Page 
1/3 Page 
1/4 Page 
1/6 Page 
1/8 Page 


THE RATES... 


BLACK AND WHITE (To Be Used Within One Year) 


Dayton's, Minneapolis Gucci, Las Vegas 


12 Times 6 Times 3 Times 1 Time 

$230 $250 $270 $290 
175 195 215 240 
145 160 185 210 
100 120 145 165 

85 105 120 140 

70 85 105 125 

55 70 80 100 


SIZES IN INCHES 
1 Page — 7” wide by 10" high 

2/3 Page — 434" wide by 10" high 

1/2 Page — 7” wide by 4%’ high or 33e" wide by 10" high 


1/3 Page — 434" 
1/4 Page — 33$" 
1/6 Page — 274" 
1/8 Page — 33$" 


wide by 478” 
wide by 478" 
wide by 478” 
wide by 238” 


high or 2*4" wide by 10” high 
high 
high 
high 
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And call us. 


PROFESSIONAL DIRECTORY — Business Card Ad Size 3/2" x 11%" 
6 Months — $40.00 Per Month 
12 Months — $30.00 Per Month 


TYPE OF PRINTING — Offset 
PUBLICATION TRIM SIZE — 872" wide by 11" high 


BLEED — 834" wide by 1174" high 


COLOR — 
AAAA Standard Colors — To earned space rate add $55.00 for each 
additional color other than black. Ads appearing in any one color other 
than black will be charged as though it appeared as a two-color ad. 
Four color ads — Add $430.00 per Page to earned space rate. Adver- 
tiser must furnish separations, progressive proof and sample or writ- 
ten instructions for color work. 

SCREEN — 150 Line 


PREFERRED POSITION — 
Second and Third Covers — Add $55 
Fourth Cover — Add $70 
Center Spread — Add $110 

INSERTS — 
2 Page Insert (1 Leaf) - $215 — Back Up Charge: $105 Additional 
4 Page Insert Limit (2 Leaves) - $430 — Back Up Charge: $165 Additional 
(Means if you do not have your name imprinted on inserts.) 
Charge For Binding In Or Tipping In Insert — $60 

Mechanical specifications for all inserts should be ve" larger than finished 
trim. Pages should be flat, not folded, for 4-page inserts. It is not re- 
quired that inserts be furnished two-up for imprinting. 

Each insert counts as one insertion toward earned frequency. 

Furnished inserts must be delivered prepaid to printer, folded if printed 
two sides, flat two-up if to be back up. 


We think good work speaks for itself. 
And we've been doing outspoken custom 
display and casework for years. 

Catering to creative architects. 

As well as to their medical, institutional, 
financial, retail and hotel/motel clients. 

With a flair for detail and a quality of 
craftsmanship that can enhance any 
design.Within any budget. 

A small sampling of which you see 
on the left. A larger sampling of which you 
can see simply for the asking. 

So don't be limited by stock designs. 
No matter what your casework needs, 
call us. At 1-800-328-8043. Or in Minnesota 
at 612/375-1606. Or write 
Carlson Store Fixtures, 26 N. 5th Street, 
Minneapolis, MN 55403. 


9 
CARLSON 
STORE FIXTURES 


A division of Stein Industries, Inc. 


TECHNICAL REQUIREMENTS — 
Page is three columns wide, each column 2%" wide. Camera ready art 
work to be furnished by advertiser. 


PRODUCTION CHARGES — 
Advertisers will be charged at the rate of $22.00 per hour for layout, 


design and other production costs associated with the preparation 
of camera ready copy. 


CLOSING DATES — 
Deadline for ALL copy or inserts is the 1st of every month preceding 
the month of publication. 
PUBLISHED THE 15TH OF EACH MONTH. 
Ads will repeat unless new ads are furnished by closing date. 


CONTRACT REQUIREMENTS — 

All contracts are subject to acceptance by Publisher. The publisher 

reserves the right to refuse or edit any advertisement. 

This contract may be cancelled by the advertiser subject to the following: 

a. Notice in writing to the Publisher at least 60 days in advance of closing 
date of the issue from which ad is to be deleted, and 

b. Payment of account in full, including the difference between contract 
rates and short rates on space actually used under this contract. 


ADVERTISING AGENCIES COMMISSIONS AND DISCOUNTS — 
a. 15% agency commission to approved agencies if paid within 10 
days of invoice date. 
b. 296 cash discount for payment within ten days of invoice. 
C. Net after 10 days. 


MOI ccr c e P AT NR RE Me AEN 


FOR ADDITIONAL INFORMATION . . . 


MAIL CONTRACTS, COPY, ARTWORK, PHOTOS, ETC. TO 


WISCONSIN ARCHITECT — Attn: Lynn W. Ruenger 


615 E. WASHINGTON AVENUE MADISON, WI 53703 


wisconsin architect/april, 1982 


PHONE (608) 257-8477 
43 


DOLAN & DUSTIN, INC. 


CONSULTING ENGINEERS 


A 


GEORGE E. DOLAN, PE 
THOMAS B. DUSTIN, PE 
GERALD BRAUN, PE 


2266 N. PROSPECT AVENUE MILWAUKEE, WIS. 53202 
(414) 276-5502 


ROGER A. NASS, PE 
CHARLES MULLIKIN, PE 
ARTHUR MILLER, RE 


tun city testing 


and engineering laboratory, inc. 
GEOTECHNICAL AND MATERIALS 
ENGINEERING/TESTING 


Appleton — 414/733-8711 Eau Claire — 715/832-0282 
La Crosse — 608/781-5330 Wausau — 715/359-9463 


Consulting Engineers 
Civil * Structural 
Geotechnical 


WARZYN 


“yy 


ENGINEERING INC 


EY Fn 


Materials Testing 

Soil Borings « Surveying 
1409 Emil St., Madison, W! 53713 
(608) 257-4848 


Construction Value Professional 

Management Managers Estimating 
HAS Project Program 

onsultants Management Scheduling 


ELZINGA & VOLKERS, INC. 


101 East Milwaukee Street, Janesville, WI 53545 608-754-1202 


Planning 

Engineering 

Surveying 

Landscape Architecture 
Expediting and Inspection Services 
Development Consultants 


THE CORNERSTONE 
GROUP. INC. 


2000 East Racine Ave Waukesha. Wis 53186 414-544-1111 


Wisconsin State Conference Of 
Bricklayers And Allied Craftsmen 
AFL-CIO 


William Boncher, Secretary 
825 Wilson Avenue — Green Bay, WI 54303 
(414) 437-9311 


| ALSO 
SEAL ANTS Urethane Sealants - Caulking Guns 
Sealant Backer - Sealant Tapes 
= TREMCO ——— —— 
o m CALL: 1-(414)-464-8550 
S & S SALES CORPORATION 
SILICONE AND ALL TREMCO 12030 W. SILVER SPRING ROAD 
SEALANTS SEALANTS MILWAUKEE, WI 53225 
ACCURATE SECURITY i 
LTD. і 


Burglar — Fire — Sprinkler 
Monitoring — Installation — Sales 
Central Communication Center 

215 Division St. — Oshkosh, WI 54901 
1-800-242-0383 
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ERZIGER & ASSOCIATES, INC. 
CONSULTING ELECTRICAL ENGINEERS 


414-463-9160 
8522 W. Lisbon Ave. Milwaukee, WI 53222 


FULL DESIGN and CONSULTING SERVICES 


BRUST ENGINEERING, INC. 


7218 W. North Ave. 


Concrete Design 

Steel Design 

Precast Concrete Design 

Post Tensioned Concrete Design 
Structural Cost Studies 


Milwaukee, Wisconsin 
53213 
Phone (414) 475-5554 


—€— C лыш аша. 
HOLLAND & KURTZ nc 
елем Capitol Drive 
Milwaukee, Wis. 53216 
Heating, Ventilating (414) 463-1600 
Air Conditioning & 
Plumbing 


ARNOLD AND O’SHERIDAN, INC. 
CONSULTING ENGINEERS 
uum Structural 


Mechanical 


Electrical 
Civil 


608-271-9651 


815 FORWARD DRIVE MADISON, WISCONSIN 53711] 


eskot weidemann 
architectural photography 


1123 sherman, madison, 
wisconsin 53/08 
608-251-7932 


— d 


THOMAS H. JAESCHKE 
& ASSOCIATES, INC. 


4085 N. 137th Street 
Brookfield, Wis. 53005 


CONSUL; 


FCSI 


v 
TERN ATO 


Се 
S 


-FOODSERY, 
"A13I20S 5 


(414) 781-6564 


> 


CONSULTANTS — DESIGNERS 
FOOD SERVICE SYSTEMS & EQUIPMENT 


او 
B TESTING LABORATORIES‏ 


V4 Geotechnical Engineers 


p msn 


T [| 


) 


Soil Borings 
Materials Testing & Inspection 


Menomonee Falls, WI 53051 e (414) 252-3300 


Г") 
9 [i] 20 Structural Research, Inc. 


STRUCTURAL & ROOFING SYSTEMS 
ANALYSIS - DESIGN · TESTING 


P. O. Box 5576 
Madison, WI 53705 


3213 Laura Lane 


608-831-53. 
Middleton, WI 53562 E 
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IIDZAJDIPDILONOUA 
GEOTECHNICAL, GEOLOGICAL, MINING, ENVIRONMENTAL, 

WATER RESOURCES & STRUCTURAL ENGINEERING; 

CONSTRUCTION MANAGEMENT SERVICES; MATERIALS & 
ANALYTICAL LABORATORIES; TEST DRILLING SERVICES 

4300 W. Brown Deer Rd., Suite 130 - Milwaukee, WI 53223 

Phone: (414) 351-6311 


CONSULTING ENGINEERS 


“AFIT 
а 
« SCHLOEMER © ASSOCIATES INC. 


/ Structural Municipal Environmental 


6415 West Capitol Drive Milwaukee, Wisconsin 53216 414-461-6900 


MANCI & HANING, INC. 


Consulting Engineers 
12645 West Burleigh Road 


Brookfield, WI 53005 (414) 782-9690 
Heating, Ventilating & Air Conditioning 


Soil Testing Services of Wisconsin, Inc. 
Consulting Geotechnical, Environmental 
& Materials Engineers 
540 Lambeau St., Green Bay, Wis. 54303 
Telephone (414) 494-9656 
9055 N. 51st St., Milwaukee, Wis. 53223 
Telephone (414) 354-1100 


ui‏ سل 

ART WORK COMPLETES THE IMAGE 
The Art Cellar and Gallery One can help you 
create a "finished office setting”. 


SELECTION 
A huge selection of limited edition originals, 
reproductions, and posters. Over 1,000 to choose 
from. 


SERVICE 
Quality custom framing with over 500 frame 
samples. 


Home or office consultation gives your client 
the opportunity to choose the art in the setting 
it will actually appear in. 


Delivery and hanging to save you the trouble. 


EXPERIENCE 
We can handle any job big or small! Ask us 
about our business references. 


Call us today. The Art Cellar and Gallery One — 
where selection, service and experience count. 


313 W. Johnson 


38 W. Towne Mall 


Madison, WI Madison, WI 
53703 53719 
256-1717 256-3600 
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Consulting 
Geotechnical Engineers 


MILWAUKEE 
TESTING 


b d d 


DIVISION OF 
WARZYN ENGINEERING INC. 


Materials Testing 
Soil Borings 


2135 S. 116th St , Milwaukee, WI 53227 
(414) 321-0100 


RESEARCH 
DEVELOPMENT 
ee FORMULATORS 


EURYCON-X Epoxies and PLASTOMERIC 
Sealants for... 
FLOORS - WALLS - ROOFS - TANKS - EQUIPMENT 
BERYLEX CONCRETING SYSTEMS and STRUCTOGLAS 


EURYCON-X RESTORATION COLOROOF 
FLOOR AND DOCK RESURFACER OF BRADLEY PLASTICIZED ROOFING 
and MULTI-COLOR FLOORS WASH FOUNTAINS PLASTOMERIC SEALANTS 


Associated Allied Industries, Inc. 
MILWAUKEE, WISCONSIN 53209 
5151 N. 32nd St. © Р.О. Box 09273 
414-461-5050 
"See Us At Booth #1, 1982 Wisconsin AIA Convention” 


power failures... 
can mean 
business failures. 


When the power goes out, you can tally the hours 
with dollar signs. Electrical blackouts take their toll 
in lost production and lost sales. 


But blackouts don’t have to happen to you. 


A Kohler automatic emergency standby system can 
meet your power needs. When power goes off, 
Kohler comes on, automatically. Your business 
stays in business. 


See us for more information on Kohler's emergency 
generator systems for industry, institutions, 
business, farms, and private homes. 


Arthur G. Dietrich Co., Inc. 


8035 N. Port Washington Road 
Milwaukee 53217 
Telephone 414-352-7452 


641 Hickory Farm Lane 
Appleton 54911 
Telephone 414-731-6666 


KOHLER GENERATORS 
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WEATHEREDGE 


“Our company also offers 35 types of stone from across 
the country, to meet all your building and landscape needs.” 


BUECHEL STONE CENTER 


P.O. BOX 907 FOND DU LAC, WISCONSIN 54935 PHONE: (414) 922-4790 


BUECHEL STONE CORP. 


W3584 HWY. H CHILTON, WISCONSIN 53014 PHONE: (414) 849-9361 


